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UNCLASSIFIED 

PAGE 01 CARACA 08633 311915Z 
ACTION HEW-06 


Message Text 


INFO OCT-01 ARA-14 ISO-OO OES-07 EB-08 COME-OO /036W 

003935 010513Z/10 

R 3 1 1 840Z AUG 77 
FM AMEMBASSY CARACAS 
TO SECSTATE WASHDC 9026 


UNCLAS CARACAS 8633 


E.O. 11652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, VE 

SUB J : FDA ADVISORY-POSSIBLE ELECTRICAL SHORT IN POWER CORD 
(RECALL T-139-7) 

REF: STATE 204688 


1 . EMBASSY CONTACTED EQUISA S.A., VENEZUELAN CONSIGNEE FOR 
SARNS INC., IN THE PERSON OF MIGUEL RETANA, MANAGER. MR. 

MARTIN IS NO LONGER WITH EQUISA. 

2. MR. RETANA STATED THAT EQUISA S.A. HAD NOT RECEIVED MODI- 
FICATION KITS OR RELATED CORRESPONDENCE ON SUBJECT MATTER. 
HOWEVER, AN EQUISA TECHNICIAN IS PRESENTLY ATTENDING A TRAINING 
COURSE AT SARNS INC. IT THEREFORE SEEMS LIKELY THAT SARNS WILL 
TRANSMIT MODIFICATION KITS AND INSTRUCTIONS TO EQUISA THROUGH 
VISITING TECHNICIAN. 

FRECHETTE 


UNCLASSIFIED 
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Copy: SINGLE 
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Document Unique ID: 00 

Drafter: n/a 
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Errors: N/A 

Expiration: 

Film Number: D770316-0120 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 40 
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Previous Classification: n/a 
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